Shelton State Community College 
Library Circulation Statistics, 1976-1994 
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1989-1990 (Oct.-Sept.) 7 




See note 5 




1990-1991 (Oct.-Sept.) 


14,349 




3714 (Fall quarter 1990) 


1991-1992 (Oct.-Sept.) 


12,644 




3925 (quarter system) 


1992-1993 (Oct.-Sept.) 


1 1 ,458 




4232 (semester system) 


1993-1994 (Oct.-Aug.) 8 


5,640 







1 From the "State of the Library Report, September 30, 1977" of Brewer State Junior College, Tuscaloosa Campus Library, 
Tuscaloosa, AL; prepared by Frances Davis, Director of Library Services. 

2 From the "Annual Library Report, October 5, 1978" of Brewer State Junior College, Tuscaloosa Campus Library, 
Tuscaloosa, AL; prepared by Frances Davis. Director of Library Services. 

"h'he remaining figures come from the Annual Report of each year of the Shelton State Community College Library; prepared 
by Deborah J. Grimes, Director of Library Services. 

*Each year the FTE reported tor each quarter was averaged to arrive at the figure indicated in the annual report, except as 

noted for 1990-1991. 

5 At some point around this time, the Shelton State Community College Library stopped circulating periodicals and no longer 
kept statistics. 

6 Monthly reports are available for this year, which includes circulation by broad LC subject classification (e.g., A, B, C, D, 

etc.). 

7 These figures include all print circulation and, for the first time, circulation statistics from the Technical Division were 
included. Prior to this time, there was no library on the Fifteenth Street Campus. With the advent of more formalized 
planning/evaluation reports required by the College, the Director of Library Services no longer prepared the same type of annual reports 
(which did not require statistical information). 

^Shelton Slate Community College Library initiated its online system using Dynix software, beginning August 1994. Some 
statistical information was lost during this transition period. 



1994-1995 (Sept.-Oct.) 
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1995-1996 (Sept.-Oct.) 


5123 




5376 


1996-1997 (Sept.-Oct.) 


4104 9 




4972 


1997-1998 (Sept.-Oct.) 


6303 




5055 


1998-1999 (Sept.-Oct.) 


5268 




3512 


1999-2000 (Sept.-Oct.) 


4088 




3381 


2000-2001 (Sept.-Oct.) 


4339 




3569 


2001-2002 (Sept.-Oct.) 


4894 




3946 


2002-2003 (Sept.-Oct.) 






4014 



uhis is the year the college moved most of its classes to the new campus. The library was not moved 
until August 1997 and was closed during the month of August. 



